







For Relocation of 


Expenstrmres Mabe lo K-ELtccrPIC 
service for BRT- 


M/S K- Electric 22-Oct-15 o 
M/S K- Electric service for BRT- 9-Mar-17 
OL 168620 9,508,576 
For Relocation of | 02-Mar-18 168639 3,919,326 


service for BRT- 
M/S K- Electric 
168674 2,217,801 


OL 
19-Nov-18 168673 2,441,742 
Electric for new 


Payment to K 

Electric for new 

Connection (BS-2) 

Payment to K 

Connection (BS-4 04-Jan-19 168680 2,268,905 

M/S K- Electric Electric for new 
Connection (BS-5) | 04-Jan-19 168681 1,077,829 
Payment to K 
04-Jan-19 168682 4,480,715 


Electric for new 
63,487,835 


















































19-Nov-18 


Payment to K 
M/S K- Electric | Electric for new 
| Connection (BS-1) 


Payment to K 
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tour kei: KMIC/TMTD/BRTS/OL/2015/233 ue sois OUr Ret.: n led: 28-08-2015 
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LR RN e 


shii tine / relocation ol K-Elecmic ie aeia Gauke i for Karachi BRT E ien s Pro alec EE eee 





do A PN er 
MCEn-O-AlOKUNY 


othe Director P&C) ietter bearing reference # KMIC/TMTD/BRTS/OL/201 5/233 da red, 
) rocay Email of the representative (Mr. Rehan Zamin/ Principa! Engineer} of M/S 


PAK Consultant regarding detailed Break-Up of Provisional Revised Estimaie Cost Amounting 
to Rs: 33.737359 


his connection provisional / revised estimate with detailed Break-uo, hos been worked cut 
rsocaied pasition of O/H, UG HT/EHT fines & RN ruciure aad worked out ihe estiriate 


Orr ounting to RS. 33.737359 Million including materia: and man power io complete the scope of 
| dx WOrk | 

i i is therefore request n that estimated cosi amounting to Rs. 33.737359 milion (Rupees Thirty 
Í "ree Milion Seven Hundred Thiriy Seven Thousand and Three hundrec Fifiy Nine only! may be 
E gesosied with K-Ele eh so inat, the work rnay be started. 
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| Store & | Labour & | | 
| MetariaiCost | Purchase | Transport Supervision | GST (1 96) | 


Esumeat = Break Up is here as under, 


Total 
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: H Wi. : » — -ST paa pay — | 44C On E uc io dee | ; 
x | OH HTILT | 4,226,764 | 526,577 1,315,800 "h | 696 di | 6,506,372 
? Fe ee hate iere a Bus Mee BUDE. 4a, | 5,200,3/2 
Mo I 
3 i | i 





E or evum ^ ^ut = | ^ ^if - ^ | — | 
aai Ml 16503541 | 2062*43 : £ | 2805601 | 2723098 | 
-- - -.. - — - - C —€———— wencomelneunse: em 


| Snifting Charges for Transmission Lia s :Expen: dit ure will depend on ground | 
| situation, if required. | 
_UGM p | | 
bow ia M. WEM a a ow EE AI IOTER MN 


Porr 20,730,305 | 2,589,520 | 3,264,064 |! 3,711,737 
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` Deputy Director 
Engineering & Constructor 
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No. SMTC/TMTD/BRT-0OL/2015/17 /05 3 
GOVERNMENT OF SINDH 
TRANSPORT & MASS TRANSIT 
DEPARTMENT 
Dated: March 21, 2017 





Tele. 021-35865392 


To, 


Abdul Hameed Bhatti 
Deputy Director 
Distribution Operation 
K. Electric Ltd. 
Karachi 





SUBJECT: 80 % PAYMENT OF NEW ADDITIONAL PROVISIONAL / REVISED 
ESTAIMATED COST AMOUNTING TO RS. 9,508,576/- FOR SHIFTING / 
RELOCATION OF K-ELECTRIC SYSTEM REQUIRED FOR KARACHI 
BRT ORANGE LINE PROJECT. 


Enclosed herewith a cheque amounting to Rs.9,508,576/- (Ninety Five Lac Eight 
Thousand Five hundred & seventy six only ) Bearing No.168620 dated 09-03-2017 in 
favour of M/s. K-Electric regarding the relocation of K.E. services along the BRT Orange 
Line project. 


The payment of the subject work is being released to utilize the same on account 
of relocation of K.E. services. A certificate is required to be issued after utilization of funds 
released so that the adjustment of account be made for auditing of the fund utilized. 


Please note, this is 80% payment and remaining 20% payment would be released 
on completion of work duly approved by NESPAK. 
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Copy for information to: | 
Secretary, Transport & Mass Transit Department, GOS 


Director General, SMTC Transport & Mass Transit Department, GOS 

Director Administration & Finance SMTC Transport & Mass Transit Department, GOS 
Additional Director , PMU BRT Orange Line Project 

Deputy Director, PMU BRT Orange Line Project 
Chief Executive Officer, K-Electric, Karachi. 
Master File. 
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Mr. Rizwan Yousuf, 
Deputy Project Director, 
KMTC 

Brt. Orange Line, 


F 34/1 Block & 7 Clifton, 
Karachi. 


Your Ref.: Email & Meeting Dt:11-11-2016 Dated: — Our Ref.: DD (Dist.)/Orange Brt./17/E Dated: 13-01-2017 


Subject: Payment ot New Additional provisional / revised estimated cost amounting to 
Rs. 11.885720 million for shifting / relocation of K-Electric system required for 
K 


arachi BRT Orange Line Project. 
Dear Sir, | 


Assalam-o-Alaikurii! 

This refers to your consultant (NESPAK) Email, DT: 1 1-11-2016, and subsequent meeting for the 
Demarcation against the revised SCOPE Of work at TMA Office for Utility Services of Orange 
Line Karachi BRT Project (TMA Office Orangi Town To Board Office Chowrangi), Karachi. 


IN compliance revised scope of work for which estimate, the officials of K-Electric Ltd. had 
carried out the joint site resurvey of the route of BRT with representatives of project and 
marked the existing & relocation Position of O/H, UG HT/EHT lines and infrastructure and 
worked out the estimate amounting to RS. 11.885720 million including material and man 


_ Power to complete the said scope of work. 


It is therefore requested that estimated cost amounting to Rs. 11.885720 million (Rupees 
Eleven Million Eight Hundred Eignty Eight Thousand and Seven hu enty only) may 
please be made through cheque or pay order in favor of K-Electric, enabling us to mobilize 
and start the shifting / relocation of Network at quick pace. 


Note: i) Arrangement and permission of alternate Space for installation KE Network will 
be your responsibility, for allocation from the concerned authorities on free of cost. 
Il) The estimate would have to be revised, if roads are diverted/extended in future as the 
same has yet not identified aS well as changes in work Scope during execution. 
iii) Estimate is valid for one month and may be revised, if needed. i 


Please treat it as Most Urgent. 


Your urgent action in this egard shall be highly appreciated. | 


Your's sincerely, 


For The K-Electric Ltd. i > 
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^ Address: 


K-Electric Limited, KE House, 2nd Floor, 39-B. Sunset Boulevard, DHA Il, Karachi, Pakistan. 
Phone: 92-21-32647141. Fax 92-21-32647154. UAN: 111-537-211, Ext. 0000, Website: WWW.Ke.com.pk 
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~ Mr. Rizwan Yousuf, 
Dy. Project Director, 
KMTC, Orange Line Brt. 
F-34/1 Block # 7 Clifton. 
Karachi. 
Your Ref; TMTD/BRTS/ASE/OL/2017/315 Dt: 6-12-17 Our Ref.: DD (Dist.)/O.L. Br./F.Govt/120 Dated: 08-12-17 
subject: Payment of Addilional-2 provisional estimated cost amounting to Rs. 3,919,326/ 
million for shifting / relocation of K-Electric system required for Orange Line Bil. 
Project at Abdullah College Chowrangi, Karachi. 
Dear Sir, 
d Assalam-o-Alaikum, 
a This is refers to Project Manager Orange Line Brt., Sindh Mass Transit Cell GoS, letter bearing 
: reference # TMID/BRTS/ASE/OL/2017/315 dated: 24th October. 2017, authority has planned 


the Bus Station. near Aga Khan Lab at Abdullah College roundabout, which is address and 
deliver in the office of GM Nazimabad, in this connection estimate for shifting/relocation of K- 
Electric infrastructure, falling in the route of BRT. 

eu In compliance to the extension in scope of work for which, the officials of K-Electric Ltd. had 
carried out the joint site survey of the route of BRT wilh representatives ol project and marked 
the existing & relocation position of LT/HT O/H & LG, lines and infrasiructure and worked out 
the estimate amounting to RS. 3,9 19,324/- million, including materiai and man power cost to 
complete the scope of work. 


4 It is therefore requested that estimaled cos! amounting to Rs. 3,919,326/- million (Rupees Three 
k | Million Nine Hundred Nineteen Inousand and Three hundred Twenty Six only) may please be 
made through cheque or pay order in favor of K-Electric, enabling us to mobilize for starting 
the shifting / relocation of Network at a quick pace. 


Note: i) Arrangement and permission of alternate space for installation KE Network will 
| be your responsibility, for allocation from the concerned authorities on free of cost. 
li) The estimate would have to be revised, for further change in work scope during execution. 
iii) Estimate is valid for one month and may be revised, if needed. 
iv) Culvert provision is the responsibility of project authority where will be required. 


* (3k 


Please treat this as Most Urgent. 
Your urgent action in this regard shall be highly appreciated. 


Assuring our best cooperation & services at all the time please. 
Your's sincerely, 


For The K-Electrie' Limited 
A 


we bs i 
pes uam ronnie j Nee CE 
anc AR t eA 5 
no um yo (Muhammad Hussain) 
D.G.M. (Distribution) Deputy Director (Distribution) 
Technical Coordination Special Projects L-2 
HODO Office HODO Office S 
El tau brz.lu AU Rer. za 
| UC NA UM. MEC ur uir dk 
UNL SIAP 
; CCK" 
K-Electric Limited, KE House, 2nd Floor, 39-B, Sunset Boulevard, DHA Il, Karachi, Pakistan. 
Phone: 92-21-326« " : -537-211, Ext. 0600, Website: www.ke.com.pk 
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CASE ID : 010690709; 
Application No : 000273192 













Rens SOS sale sque NOR cU ve 
AS OU DRM aac: Jd 


SINDH MASS TRANSIT AUTHORITY 


‘Application Information 


















hae Create Date: Oecember 06, 2018 
i LINE BUS SERVICE (85 3), NEAR: ABDULLAH COLLEGE, 

BLK W, NORTH NAZIM ABAD, Due Date January 05, 2019 

KARACHI 






Cell.02332633472 Service Type: 


New Connection 






NIC # — 00000-0000000-0 


Premises Type: Government 
Contact Person SINDH MASS TRANSIT AUTHORITY Structure Type: GOVT OFFICES 
ORANGE LINE BUS SERVICE (BS 3), NEAR: ABDULLAH COLLEGE, 
BLK W, KARACHI Sales Tax Reg # 1200-2716-007-28 
Cell:03332633472 ! 
Address : kE House, 39-B, SUNSE | Boulevard, Ph-ll, DHA, Karachi 


Dear Sir / Madam 
We have pleasure in submitting our quotation for work to be in connnection with electricity services at your premises in accordance with your submitted 


aoplication. The executon of the work will be taken ia hand on the pavment recipt of full amount and the test report form filled bv the electrical contractor 
which will be vour contributition towards the cost of the work to be undertaken. 


Sra TS 



















Ee Detak s 


vc XAR Y ae P na sneer ac 
Wn Existing load 9.00 New Connection Cost (Excl. of GST) 3,163,566.00 
Applied load 110.00 
Assessed Load 110.00 GST 537,808.00 
Total Load 110.00 Further Tax " 
Issue Date 06-Dec-2018 
Due Date 5-Jan-2019 


i 











New Connection Cost (Incl, 





3,701,374.00 






















Remarks 4) This is an industríal case being processed on KE Full paid Policy, vue EDT 
2) This estimate is en issued as Provisional estimate. Lame eerae A be issued 4 fed fom. 
cu vales hadas P } "yg Y i f 
is) If load is found n more than sanctioned load at any stage e 
,e-processing. | X 3 S E a V i 
i4) Execution Subject tov way leave permission NOGS U ' 
‘concerned IBC. ARRES a me t pick Mr E ; 
i5) Energization Subject to the hemi of power factor umen plant by. applicant at their. end, NIRE. SYED SHAS 
6) This Estimate is provisional and | job « execution | energization will be subject to the * availability of connected as Manager "a 
i ULT. aa EP & NC 'A'«ove 50KW) 
‘load/completion of construction, dicus NC -p 'AYMENTS CAN BE DEP OSIT BEF ORE EXBIRY DATE AT THE FOLLOWING BANESES LIMITED 
ESTIMATE * Habib Meiro Bank Branches in Ka: 
* Faysal Bank Branches in Karachi 
i j * Askari Bank B hes in Karachi 
erent of payment by cheque is subject to realization of the proceeds ‘ae Mb ace i, nig, tasting, oran anni Na 
. * Easypaisa Reta 
CAS c ID " 01 06907097 » EC oreet A M os or by us; ‘vt Banking, HBL Mobile App 


ene No : 0002731925 


Applicant Name: 


SINDH MASS TRANSIT AUTHORITY 
ORANGE LINE BUS SERVICE (BS 3), NEAR: ABDULLAH 






Cost (Excl, of GST) 








COLLEGE, GST 
BLK W, NORTH NAZIM ABAD, 
Zone Code KARACHI ction Cost (Incl. of GST) 
Cell:03332633472 ub 
und Due Date January 05, 2019 LoadType A : 


- mE — — —!——————— —ÜJ]:8 0 DE 


Page 1 of 1 
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iplicant Details SINDH MASS TRANSIT AUTHORITY 


ORANGE LINE BU: SERVICE (BS 3), NEAR: ABDULLAH COLLEGE 
BLK W, NORTH NAZIM ABAD 
Call:03332633472 | Off:35865392 












Contact Details SINDH MASS TRANSIT AUTHORITY 


ORANGE LINE BUS SERVICE (BS 3), NEAR: ABDULLAH COLLEGE, 
BLK W, NORTH NAZIM ABAD 


Ceil:03332633472 | Off:35865392 
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Application Information 


issue Date: 


Expiry Date: 


Service Type: 


Permises Type: 


Structure Type: 


Meter Number: 


Load (Kw): 


Remarks : ined 








SECURITY DEPOSIT 
Zone 
CASE ID : 0106907097 
Application # : 0002731926 
Issue Date: Thursday, 6 December, 2018 Load (Kw): 
Expiry Date: Saturday, 5 January, 2019 Tariff: 





Amount (Rupees) 





(Eh AES and 2/3 a Sn 


NC- Security Deposi 





CASE ID : 010690709; 
Application # : 000273192¢ 


Thursday. 6 December, 2018 


Saturday, 5 January, 2019 


New Connection 
Government 
GOVT OFFICES 
1 

110.00 


Agi ian AME AES U lias: 


134 208. 00 


GOVERNMENT (RESIDENTIAL) 


Meter Type: CTO METER 
Load Type: A 






NC-PAYMENTS CAN BE DEPOSIT BEFORE EXPIRY DATE AT THE FOLLOWING BANKS 


ONLY: 


* Habib Metro Bank Branches in Karachi/Nub 
* Faysal Bank Branches in Karachi/Hub 
* Askari Bank Branches in KarachW/Hub 


* Telenor Bank Booth located ai KE IBC Garden, Baldia, Orangi -1, Liaqatabad, North Karachi, Federal B 


Area 


* Easypaisa Retail Shops 
“HBL Konnect Retail Shops or by using HBL internet Banking, HBL Mobile App 


110.00 
GOVERNMENT (RESIDENTIAL) 
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Name Kashif Ali Shaikh 


NC Manager Planning RI-II 


4 Floor Civic Centre, KE Block, Gulshan 


Locati 
re e Iqbal, karachi 


| TelNo. — | 38709132 EXT:6433 
ORANGE LINE BUS SERVICE (BS 01), NEAR: T.M.A OFFICE, SEC OMNE S I d site 


Letter " External 
Recipient: ; iS eee ee 


M/s, SINDH MASS TRANSIT AUTHORITY 


11-E, AURANGI TOWN 0346-8289643 





Email 


TEL: 0333-2633472 Your Ref No — 


Our Ref No. 
aes 22-Oct-18 
Case ID: 101331850 


Case ID: 101331850 E 
Subject: Estimate 
Dear Sir, 


|. 01), NEAR: T.M.A OFFICE , SEC 11-E, AURANGI TOWN Karachi. 
— 


It is our pleasure to inform you that, the estimate for your application has been prepared and attached herewith. 
Kindly note, the estimate is valid till expiry date only. There is no provision for extension of expiry date. Further, the 
estimate is issued for a specific load of 113KW, any increase in the load at any stage will cause the case to be held in 
abeyance. KE will not be liable for any loss, delay or damage, caused by the deviation in load and necessary changes in 
scheme would be done accordingly as per revised load after due approval, if possible. 


The maximum payment time allowed for your Estimate and Security Deposit isO1Months. Any delay, from your side, 
to exceed the above mentioned time limit, would cause 


your approved load to be cancelled along with rejection of 
case. 


You are requested to pay the estimate in the designated Bank and submit the following documents at KE front Office: 


Test Form. 

Work Commencement report. 

Copies of Estimate and SD(s) receipts. 

Last paid bill (if applicable). 

Undertaking for Dues Clearance. 

Road cutting permission from concerned Civic agency. 

Installationof PFIP as per load demand (for single meter connection only). 


Amount In Rupees 


Estimate (Ist Installment) 2,303,874.00 20-Oct-18 
137,868.00 20-Oct-18 
t UAIL 


Note: It is therefore requested to pay the estimate and SD within given time period to avoid cancellation of Subject 
case. 


KE assures the best services at all the times. 
277 


Ammara Tanveer 


AM Planning RI-II 
New Connection Planning New Connection 


QU" INO UM IENE e 
















Expiry Date 
19-Nov-18 
_19-Nov-18 


eee ee 
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Attached: 
Estimate & SD 










This is in reference to your application bearinglD:101331850for providing electricity at ORANGE LINE BUS SERVIC FARGE i 


wa ~ 
T: 
^ 











Letter 





Recipient: $ dae eee Shaikh 
. NC Manager Planning RI-II 

M/s, SINDH MASS TRANSIT AUTHORITY 4 Floor Civic Centre, KE Block, Gulshan 
[tection e Iqbal, karachi 

ORANGE LINE BUS SERVICE NEAR: AL-KHIDMAT e n 38709132 EXT:6433 

HOSPITAL BE AORANGI TOVA o ee 


0346-8289643 
Email kashif.a@ke.com.pk 
TEL: 0333-2633472 


Our Ref No. | 
22-Oct-18 
Case ID: 101331849 i 
Te 297 


Subject: Estimate 


Dear Sir, 


| 


This is in reference to your application beari 
. 02), NEAR: AL-KHIDMAT HOSPITAL, 5E, AURANGI TOWN Karachi. 
Vers Y t 


0 


You are requested to pay the estimate in the designated Bank and submit the following documents at KE front Office: 
Test Form, 


Work Commencement report, 

Copies of Estimate and SD(s) receipts, 

Last paid bill (if applicable). 

Undertaking for Dues Clearance. 

Road cutting permission from concerned Civic agency. 

Installationof PF|p a5 per load demand (for single meter connection only) 


MOMR WN Ee 


Expiry Date 


| [20-00-18 7| 19-Nov.18 


4 20-Oct-18 Í 19-Nov-18 








Description 
Estimate (Ist Installment) 













Amount In Ru 
2,083,593.00 








ul 









el iQ 
Ammara Tanveer 





AM Planning RI-II 
New Connection Planning New Connection 
Attached: 


Estimate & SD 


nglD:101331849fo; providing electricity at ORANGE LINE BUS SERVICE (BS 
P 


Letter External 
Recipient: : 


|! Name 


Kailash Kumar is b 
; NC Manager Planning RI-II 
M/S. Sindh Mass Transit Authority. 


4™Floor Civic Centre, KE Block, Gulshan 
tection | e Iqbal, karachi 

P. No. F-34/1, Block-7, Near ili Talwar, ECNE 38709132 EXT: 5551 

Clifton Karachi. Hm o wr | 


Cell No. 0347-3258518 
ET oe Kailash.kumar@ke.com.pk NA | 


Your Ref No. 
Tel: 021-35865392 


Our Ref No. PR1/18/R4/NAZ-11 | E 
Email: Date 04-12-2018 
Case ID: 107109382 
-e3t !U: 107109382 


Subject: Estimate 


Dear Sir / Madam, 






your application bearing ID: 107109382 for 
L Opp: Jinnah University 


poro The maximum pa ment time allowed for your Estimate and Security Deposit is 01 Months. Any delay, from your side, 
Ww" to exceed the above mentioned time limit, would Cause your approved load to be cancelled along with rejection of case. 


Test Form. 
Work Commencement report, 


1 
2 
3. Copies of Estimate and SD(s) receipts. è 
4. Last paid bill (if applicable) 

9. 

6 

7 


Undertaking for Dues Clearance. 


Road cutting permission from concerned Civic agency, 


Installation of PFIp as per load demand (for single meter connection only). 













Issue Date Expiry Date 


04-Dec-2018 03-Jan-2019 


EE" | 04-Dec-2078 03-Jan-2019 


a be 05 
Note: It is therefore re uested tó pay'the e imate and SD Within given time eriod to avoid cancellation of Subject 
case. 


i KE assures the best services at all the times, 









Regard: ie: : 
ffs, , 
cx ave n fa 
Muhammad Adil Khan Kailash Kumar 
Asst. Manager Manager 
New Connection (B-80 KW) 


New Connection (B-80 KW) 


Attached: 
Estimate & SD 
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ré | aoe KE | NEW CONNECTION 






Customer Information 






Applicant Name: SINDH MASS TRANSIT AUTHORITy 
ORANGE LINE BUS SERVICE 


(BS SS HER SHAH SORI ROAD NEAR: KFC. 
BLK-A, NORTH NAZIM ABAD: 
KARACHI 


Cell:033326334 72 






Create Date: 







Due Date 






Service Type: 
NIC # 


00000-0000000.0 





NTN # 


SINDH MASS TRANSIT AUTHORITY 
VICE (BS 5), SHER SHAH sor ROAD NEAR: KFC, 


Premises Type: 
Contact Person 


Structure Type: 
ORANGE LINE Bus SER 


aK Sales Tax Reg # 
Cell:03332633472 


Address : 
Dear Sir / Madam 


Application Details 






Service Particulars 













NC-Estimate 


CASE ID : 0107109383 
Application No: 0002730082 


Application Information 
December 04. 2018 
January 03. > J 
New Connection 
Government 
ANY TYPE 


1200-271 5-007-28 


KE House. 39-B, Sunset Boulevara Ph-Il. DHA, Karachi 
gance with your Sub ied 


OV the electrical Coritractor 





















Service Details Amount 
Existing load "a0 New Connection Cost (Excl. 898,274.00 
Applied load 22.00 
Assessed Loag 22.00 GS 152,707.00 
Å  jotalLoad 22.00 Further Tax |. 
Issue Date 04-Dec-2018 
Due Date 3-Jan-2019 New Connection Cost (Incl. of GST) 1,050,981.00 
Remarks . 3 ged in final 
estimate from Construction Depariment, Way leave approval from Co Icerned Authority to be Provided by the 
applicant, Load should be within approved limit at the time of energization. Existing meter / service to be dismantled po. i x7 z 
after Dues Clearance Installation of Power Factor Improvement Panel, Cost of P F I.P will be borne by applicant E ps Med A /j f e ; 
Estimate issued on FULL PAID POLICY E | eet ART A S Ls 
x emm i y i ty : : Jo ; , 
` ec Yours Faithfully 
er xi 
ESTIMATE 


Acknowledgement of payment by cheque 


CASE ID : 0107109383 | 
Application No: 0002730082 : 


* Habib Metro Bank Branches 
* Faysal Bank Branches in Ka 


in Karachi T 
rachi/Hub 
in Karachi/Hut 


i$ Subject to realization of the proceeds 


Applicant Name: 


SINDH Mase Thanieir AVIMORITY 
ORANGE LINE BUS SERVICE (BS 5), 





New Connecti 
SHER SHAH SORI ROAD 

NEAR: KFC, 

Zone Code BLCA, NORTH NAZIM ABAD. e 

ox ew Cann. 
E oe... 03, 2019 


Load Type B 


NC-PAYMENTS CAN BE DEPOSIT BEFORE Exp; 


n Cosi (Excl. of GST) 


RY DATE AT THE FOLLOWING BANKS ONLY: 





*n. Baidia, Orangi -1, Claqatabad. North Karacis, Federal B Area 
ternet Bankin J, HBL Mobi. App 
— " —— Eae. RE 
Amount (Rs ) 
sel —  Á— 





GST 


stion Cost (INCI. of CST) 
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KE | NEW CONNECTION 





\pplicant Details SINDH MASS TRANSIT AUTHORITY 


ORANGE LINE BUS SERVICE (BS 5), SHER sttan SOR! ROAD NEAR: KFC. CASE ID : 0107109383 
BLK-A, NORTH NAZIM ABAD | 
Cell.03332633472 | Off:35865392 


Application # : 0002628767 


Application Information 







Issue Date: Tuesday, 4 December, 2018 
Expiry Date: Thursday. 3 January. 2019 
Service Type: New Connection 

Contact Details SINDH MASS TRANSIT AUTHORITY 
Permises Type: Government 

ORANGE LINE BUS SERVICE (BS 5). SHER SHAH SORI ROAD NEAR: KFC. 






BLK-A, NORTH NAZIM ABAD 
Cell:03332633472 | Off:35865392 





Structure Type: ANY TYPE 





Meter Number: 1 Meter Type: 3 Phase 
Load (Kw): 22.00 Load Type: B 
Tariff: RESIDENTIAL URBAN 
a 
rac Sf 
— 7 - UTC BBHMHIBIIIMI ti t - —" = 1 Re ue // yer ; 3 
As per Nepra Amount (Rupees) 





NC-PAYMENTS CAN BE DEPOSIT SEFORE EXPIRY Da THE F WING BANKS 
ONLY: 

* Habib Metro Bank Branches in k Hub 

* Faysal Bank Branches in Karachi/Hut 
" Askari Bank Branches in Karachiti, 
“Telenor Bank Booth located at «i IBC 
Arog 

* Eas. paisa Retail Shops 


" HBL Konnect Retail Shops or by usin ; HBL Internet Banking, HBL Mobile App 


3arden, Baldia, Orangi -*. | 13 qatabad, North Karachi, Federal B 





(i eme "leise 
SECURITY DEPOSIT i 
R. No D Title Amount (Rs) 
Zone 
2628767 SINDH MASS TRAN 
CASE ID: 0107109383 AUTH 
Application # : 0002628767 
tenebre iei aea 
Issue Date: Tuesday, 4 December, 2018 Load (Kw): 22.00 
Expiry Date: Thursday, 3 January, 2019 Tariff: RESIDENTIAL Li 
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I 
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Tate ELECTRIC 


- 


Emery, Ttt Mave y Site 





ay NC-Estimat 





CASE ID : 01069070: 
















Application No : 00027331: 
Customer information 1.7 MEME ef ee DOS ee Application Information 
Applicant Name: SINDH MASS TRANSIT AUTHORITY Create Date: December 07, 2018 
ORANGE LINE BUS SERVICE (BUS DEPOT), NEAR: Paposy GRAVEYARD. | 





NAZIMABD, NAZIM ABAD, 
KARACHI 
Cell:03332633472 





Due Date January 06, 201: 


New Connection 
Premises Type: Government 


Structure Type: SINGLE STORY + 4 


X Neg * - FETTET IE M ——ÀM—À " 2 = — = 


Address : KE House, 39-B, Sunset Boulevard, Ph-I], DHA, Ka 
Dear Sir / Madam 






Service Type: 






NIC # 00000-0000000-0 







Contact Person | 


ORA AN IGE LINE BUS SERVICE (Bus DEPOT), NEA AR: PAPOSH GRAVEYARD. 





SINDH MASS TRANSIT AUTHORITY 





pate 


rachi 


nnection with electricity Services at Your premises in accordance with your submitted 


On-the pavment recipt of fuil amount and the test revor form filled by tne electrical contractor 
which will be Vour contributition towards the Cost of the work to be undertaken. 


HS 





k 
( 


Application 



















tails 










uot 
D age 

ACA ct se di Mira Ced né NOS » (is 

s di tici ont ud e Mid iudi aid à x 


o att vidi 


Existing load "= New Connection Cost (Excl. of GST) 3,490,775.00 | 
Applied load 325.00 
»essed Load 325.00 GST 993,432.00 
- ial Load 325.00 Further Tax |- 
Issue Date 07-Dec-2018 
Due Date 6-Jan-2019 











New Connection Cost (Incl. of GST) 4,084,207.00 


— 
































RD EMO: v: ^ s Fa oe?) Y P y ah í 
x sd IBC bi AREA: c PREE A sn Bp h Creed X xh io oce ; ; 
proncetne tT Ora Sa SERS ee maaan? T ee Wahi ae oe Yours Faithful 
9) Energization Subject to the installation o Power factor improvement plant by applicant at end... 0 evan Zu EE oa 
i PU D aO Ad, SENTO PESE RAS NA MUSIK E METERS aa c DIST: TASSE ; APT DON UE E iui SUME. cde qa pata asta 37.2 UR , 
| (D) This Estimate is provisional and Job execution / energization will be Subject to the availability of connected .— Manaaer Planning 
 load/completion of construction, + DUET CNET EAI Hla qa RULES NAA a> 4o o v 






m Gite ds tic : AN EPR NG (Above SOKW) R3&« 
NC-PAYMENTS CAN BE EFORE ©PIRY DATE aT THE FOLLOWING BANKS ANG AD LM 


TTR LIMITE 
* Habib » Bank Branches in Karachi/Hub 

ESTIMATE ^ : ned K Srahehinss Kass ie 

Acknowledgement of payment by cheque is Subject to realization of the proceeds (Askar ook Branches In KarachV/Hub 


“Telenor snk Booth located at KE IBC Garden, Baic., Orangi -1, Liaqatabsu ‘orth Karachi, Federal B Area 
CASE iD: 0106907095 


Easypa 'etail Shops 
Application No : 0002733194 


* HBL Konnect Retail Shops or by using HBL Inte; '*''^ing, HBL Mobile A; p 
SINDH MASS TRANSIT AUTHORITY New Connection c st (Excl. of GST) 
| i ORANGE LINE BUS SERVICE (BUS DEPOT), NEAR: PAPOSH 
i GRAVEYARD, 
Zone Code aoe NAZIM ABAD, 


KARACH New Connection Cost (Incl. of GST) 
Cell:03332633472 ie. Pani! d | 
esu Due Date Jeu 06, 2019 Load Type A Te I arm 
T Miei iie EE EE csset UR M 394-6 
co MT UP uem. a c en : 










GST 


Page 1 of 1 





Cnrergy Khe: Moves Lita 





Bou ye pe i i ot 3: EN ga eA ANEETA ; RAS ds En oe a ; $ M ^p ; 
K-ELECTRIC E AN NIRE Deposit 









e 
*eplicant Details SINDH MASS TRANSIT AUTHORITY Application Information 
AANGE LINE BUS SERVICE (BUS DEPOT), NEAR: PAPOSH GRAVEYARD, CASE ID : 01 0690709 
N^ ZIMABD, NAZIM ABAD . à à 
' | 5: 733192 
Cell:03332633472 | OF:35665392 | Application # : 000273319 
Issue Date: Friday, 7 December, 2018 
Expiry Date: Sunday, 6 January, 2019 
SINDH MASS TRANSIT AUTHORITY oec rome 
Contact Details Permises Type: Government 
ORANGE LINE BUS SERVICE (BUS DEPOT), NEAR: PAPOSH GRAVEYARD, 
NAZIMABD, NAZIM ABAD Structure Type: SINGLE STORY + 1 
Cell:03332633472 | Off:35865392 Meter Number: 1 Meter Type: CTO METER 
Load (Kw): 325.00 Load Type: A 
Tariff: GOVERNMENT (RESIDENTIAL) 


MN > 25 we È Aen c Py . 
" ult Mer, Ps DCN * ? ‘ i r os 
Pes necs mig EAEN ed i Na. Nes dor discre 


Amount 396,508.00 
Amount (Rupees). 


NC-PAYMENTS CAN BE DEPOSIT BEFORE EXPIRY DATE AT THE FOLLOWING BANKS 


ONLY: 

* Habib Metro Bank Branches in Karachi/Hub 

“ Faysal Sank Sranches In Karachi/Hub 

* Askari Bank Branches in Karachi/Hub 

* Telenor Sank Booth located at KE IBC Garden, Baidia, Orangi -1, Liaqutabad, Nortn Karachi, Federal 3 
Area 

* Easypaisa Retail Shops 

* HBL Konnect Retail Shops or by using HBL Internet Banking, HBL Mobile App 





SECURITY DEPOSIT 











Zone 





2733192 SINDH MASS TRANS 


AUTHOR. | : 









CASE ID : 0106907099 
Application # : 0002733192 






Issue Date: Friday, 7 December, 2018 Load (Kw): 325.00 
Expiry Date: Sunday, 6 January, 2019 Tariff: GOVERNMENT (RESIDENTIAL) 






SYED SHAF NAT AMIM 
Manager Planning 


EP ANC (Above SOKW) 2324 
K"ELECT UC LUMTED 
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